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IRRIGATION AND POWER DEPARTMENT 

CORRIGENDA 
In Haryana Government Gazette Part-I, dated 24th March , 1981 the notification No. 2434 /2 -L , dated 
27th February, 1981 page 626-627 in the specifications in column Tehsil, it may be read as Tehsil Narnaul 
instead of Tehsil Mahendragarh . 


( Sd .) 


Superintending Engineer , 
JLN Canal Circle No. II , Rohtak . 


The 23rd March , 1981 


a 


No. 3008 /12- L. - Whereas the Governor of Haryana is satisfied that the land specified below 
is needed urgently by the Government, at publlc expense , for a public purpose , i.e., for construc 
ting link channel from RD 0 to tail R. D. 1249 and constructing additional pump house No. 3 at 
R. D. 49000 of Loharu Canal in village Barsana in tehsil Dadri, district Bhiwani, for which 
notification has been issued under Section 4 and published . -- vide Haryana 

-vide Haryana Government, Irrigation and 
Power Department, notification No. 2412 /2- L , dated 6th March , 1981 in Haryana Government Gazette, 
Part-I, it is hereby declared that the land described in the specification below is required urgently 
for the above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 , 
for information to all whom it may concern . 

And wbereas the Governor of Haryana is further of the opinion that the purpose for which 
the land is required is of an urgent importance within the meaning of clause ( ) of sub - section (2) of 
section 17 of the said Act , 

Therefore, it is hereby directed under sub - section (4 ) of section 17 of the sad Act that the 
provisions of section 5A of the said Act shall not apply in regard to this acquisition . 

Plans of the land may be inspected in the office of the Land Acquisition Collector , Irrigation 
Branch , Rohtak . 

SPECIFICATIONS 


District 


Tehsil 


Village 


Area in | Hadbast 
acres 

No. 


Boundary 


Bhiwani 


Dadri 


Barsana 


4.42 


89 


A strip of land measuring 1249 feet 

in length and varying in widths 
passing through Khasra numbers 
Killa numbers as below : 
70 

372 , 368 , 
2 

26 
9 , 10 , 
1 2 

2 


1 


-1-10 


ala 


71 


1 2 


3 3 4 


oo 


2 2 1 2 2 


8 
6 , 7 , - , - , 9 

1 2 


-la 


T-1 


Inlu 


2 22 
And generally lying in the direction 

from East-South to South -West as 
demarcated at site and as shown 
on the Index Plan . 


By order of Governor of Haryana , 

( Sd .) . 
Superintending Engineer , 
Loharu Canal Circle , 

Robtak . 


